A CYARK 

Temple of Eschmoun, Lebanon 
Project Data Summary 


Date Captured: August 201 5 
Capture Team: CyArk, DGAM Syria 
Data Extents: 



Extent of LiDAR shown in gray and photogrammetric data is designated by yellow points 

Data Available: 


Data Type 

Quantity 

File Size(ZIP) 

Description 

Scan (E57 Scan Data) 

67 

27.7 GB 

/ Phototextured scans 
□ Untextured scans 

Photogrammetry (JPEG 
Photographs) 

8440 

149 GB 

/ Terrestrial images 
/ Aerial images 










